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STATION 53: AMERICAN BIBLES 
in European & Native American Languages 
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Some of the Bibles shown at this Station: 


- The Saur German Bibles - First Edition (1743), Second Edition 
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(1763) and two examples of the rare Third Edition (1776) - The first 
European-language Bibles printed in the New World. 

- Versions in Native American Languages including Chippewa (1838), 
Choctaw (1848), Dakota (1843 on), Mohawk (1836 on) and Hawaiian 
(1837-8). 

- The first French, Spanish and Portuguese New Testaments or Bibles 
printed in the New World. 

- Portuguese Bible from the famous Civil War "ironclad," the Merrimack 


STATION LOCATION MAP 


Below is a floor plan map of the Cathedral in 3 sections, one for each level. The 
first section is the Lower Level, the second is the Foyer Level, and the third is the 
Mezzanine Level. This station is on the Lower Level, a wall case in the Ladies' 
Lounge, at the red #53. 





That's All - FOR NOW! 
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